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Congestion due to 

SMOKING RETURNED 
WITHIN ONE WEEK 

in 80 % of the cases, on chang¬ 
ing back to cigarettes made 
by the ordinary method! 


The information quoted i- from tots reported 
in Laryngoscope*. W hile Philip Morris do rot 
claim to cure irritation, here is what the tests 
revealed: II hen smoLcrs with irritation of tin » 
nose and throat duo to smoking changed to 
Philip Morris* irritation cleared- completely or 
measurably improved . 

On elianting hack, congestion returned in 
80 r f of tire cases. 

I'm i,ii* Mocms a < a., I ,i i».. I \t .. I lo i n hi \ \ * vi *■ ., \mv York. 
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